OF SOUTH CAROLINA

supply of water for all purposes in said district; to furnish ade'uate
fire protection for the district-it being entirely within their discre-
tion to determine the manner in which they shall furnish the water
and/or fire protection for the district, whether by establishing and
equipping a water system and/or a fire department therein, or to do
so in conjunction with any other person or corporation empowered
to so act, or to enter into a contract for such purposes, by having
water and/or fire protection furnished to it from any other source,
and paying therefor, in accordance with the terms of such contract
or by any other means advisable to said Committee; to acquire, pur-
chase, lease, and sell, such real estate, easements, and personal or
mixed property as they may deem necessary; to make any and all
contracts, and to do any and all other things they may deem neces-
sary to carry out the provisions of this Act; to employ such en-
gineers, office and clerical help as they may deem necessary, and to
fix the compensation of such employees; to pass regulations requir-
ing owners of property to connect with the water and sewer systems
when they are available, and such connection is, in the discretion of
the Committee, necessary to protect the public health and/or se-
curity; to pass regulations requiring that all buildings be so con-
structed that they may be connected with the water and/or sewer
lines, and that they may not, when erected, become a menace to pub-.
lic health and/or security, and to accomplish this purpose may re-
quire a permit before such building is begun, and to make any and
all other regulations which they consider necessary to effectuate the
purpose of this Act, and generally to do all things necessary for the
purpose of creating, maintaining, and operating a water and sewer
system and fire protection, in said district, adequate for the protec-
tion of health, property and the comfort of the inhabitants thereof,
and for the establishment of proper sanitary conditions so far as they
pertain to the operation of water and sewer systems: Provided, That
all costs of the installation of said lateral lines and of connecting
them with the main trunk lines shall be paid by the subdistrict in
which said laterals are installed. Where the lateral sewer lines of
subdistricts are connected with the main trunk lines, subdistricts
shall be charged on the basis of the cost of connections with vitrified
clay pipe; wherever it is in the opinion of the Commission necessary
to use cast iron pipes in making such connections, the difference in
such cost shall be borne by the Greater Greenville Sewer District:
Provided, further, That where lateral water and sewer lines have al-
ready been installed in any part or parts of such subdistrict by any
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